ILLINOIS GAMING BOARD 



160 North LaSalle Street, Suite 300, Chicago, Illinois 60601 Tel:312/814-4700 Fax:312/814-4602 


NOTICE 

Regular Riverboat Board Meeting - Canceled 

Wednesday, January 28, 2015 - 10:15 A.M. Closed Session 
Thursday, January 29, 2015 - 10:00 Open Session 
JAMES R. THOMPSON BUILDING 
Floor Conferenee Room 
160 N. LaSalle Street 
Chicago, Illinois 


The January 28 and 29, 2015 Regular Riverboat Board meeting has been eaneeled. 
The next seheduled Riverboat Board meeting is February 25 and 26, 2015. 

A complete list of the 2015 Board meeting dates can be found on our website. 




